TRAIN PLATFORM, ~ 

CHICAGO'S INITIAL SUBWAYS £ 

o 

In the downtown area, train platforms are ^ 
continuous in Chicago's two initial subways, 2 
83/ 4 miles long. Operating equipment is to «*' 
include streamlined all-metal cars, escalators, 
automatic train control, rubber-insulated track « 
and fluorescent lighting. £ 
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